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43 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

026264 

R 240955Z APR 75 
FM AMCONSUL KARACHI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8794 
AMEMBASSY ISLAMABAD 
AMEMBASSY BEIRUT 
AMCONSUL LAHORE 

UNCLAS KARACHI 0720 

E.O. 11652: N/A 
TAGS: BTIO. PK 

SUBJECT: FOREIGN GOVERNMENT TENDER: SUPPLY OF POWER GENERATION 
UNITS, AIR COMPRESSORS AND ELECTRICAL PANELS FOR THE 
INDUS RIGHT BANK PIPELINE PROJECT. 

REF: KARACHI A-21, MARCH 8, 1974. 

1. 535/02/T0015 

2. 042475 

3. S. ALT. AN 

4. 535 PAKISTAN 

5. Q 

6. A REPLY TO - 

6.B MANAGING DIRECTOR 

6. C SUI GAS TRANSMISSION CO. LTD. 

STATE LIFE INSURANCE BLDG. NO. 3 
DR. ZIAUDDIN AHMED ROAD 
KARACHI - PAKISTAN. 

7. SGT. IRBP.207.1 

8. 052475 10:00 A.M. 

9. 201 

10. 351150-0150. GENERATORS, GAS ENGINE DRIVEN, EQUIPPED WITH 
4 STROKE SPARK IGNITION. RECIPROCATING ENGINE, SUITABLE FOR 
DRIVING A 15 KVA OR 60 KVA GENERATOR AS APPLICABLE, WITH 
ENGINE SPEED OF 500-1000 RPM. REQUIREMENT 60 KVA, 2 UNITS, 
UNCLASSIFIED 
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15 KVA 5 UNITS. VALUE APPROXIMATELY DOLS 150,000. 
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3621400-0010. DIESEL ENGINE DRIVEN GENERATORS, EQUIPPED 
WITH 4 STROKE COMPRESSOR IGNITION RECIPROCATING ENGINE, 

SUITABLE FOR DRIVING A 15 KVA OR 60 KVA GENERATOR, WITH 
ENGINE SPEED IN THE ORDER OF 1000 RPM. QUANTITY 60 KVA 
2 UNITS, 15 KVA, 6 UNITS. VALUE APPROXIMATELY DOLS100.000. 

3561 10-0035. PISTON TYPE RECIPROCATING STARTING AIR 
COMPRESSOR, SUITABLE FOR DELIVERY OF AIR UP TO 15 PSI 
ABOVE THE MAXIMUM PRESSURE REQUIRED IN THE AIR RESERVOIR 
FOR STARTING THE GAS ENGINE. QUANTITY: 7. VALUE 
APPROXIMATELY DOLS35,000. 

3825300-0007. ELECTRICAL CONTROL PANELS COMPRISING 
AUTOMATIC VOLTAGE REGULATOR, A.C. VOLTMETER WITH POTENTIAL 
TRANSFORMER AND FUSES (WITH SELECTOR SWITCH FOR 60 KVA GENERATOR), 
A.C. AMMETER, D.C. AMMETER, RUNNING METER (NOT REQUIRED IF 
MOUNTED ON ENGINE), KILOWATT METER AND FREQUENCY METER. 

QUANTITY: 9. VALUE APPROXIMATELY DOLS7.000. 

THE INVITATION TO BID IS FOR PURCHASE OF POWER GENERATION 
EQUIPMENT, AIR COMPRESSORS, CONTROL PANELS AND ANCILLARIES. 

THE TENDER COVERS THE SUPPLY, DELIVERY, SUCCESSFUL COMMISSIONING, 
TESTING AND WARRANTY OF POWER GENERATION EQUIPMENT AND 
ANCILLARIES. THE MATERIALS REQUIRED ARE FOR CONSTRUCTION 
OF INDUS RIGHT BANK PIPELINE PROJECT, A 300 MILES HIGH PRESSURE 
NATURAL GAS PIPELINE CARRYING GAS FROM SUI FIELD IN BALUCHISTAN 
TO THE CITY OF KARACHI. FOREIGN EXCHANGE COST OF PROJECT 
BEING FINANCED BY LOAN FROM ASIAN DEVELOPMENT BANK. COMPLETE 
TENDER DOCUMENTS MAY BE PURCAHSED FOR DOLS 10.00 PER SET FROM 
MATERIALS MANAGER, SUI GAS TRANSMISSION CO. LTD, KARACHI 
TERMINAL, UNIVERSITY ROAD, KARACHI, UP TO THE LAST DATE FOR 
SUBMISSION OF BIDS. CABLE ADDRESS: 

"SUIGAS" KARACHI, TELEPHONE 5101 12, 510113 AND 510114. 

ONE REPRODUCIBLE SET OF TENDER DOCUMENTS INCLUDING DETAILED 
SPECIFICATIONS WILL BE AIRPOUCHED TO COMMERCE ON APRIL 25, 1975. 

THESE DOCUMENTS ARE COMPLIMENTARY AND MAY NOT BE USED FOR 
ACTUAL BID SUBMISSION. ADDITIONAL DETAILS OF THIS PROJECT 
CONTAINED REF. AIRGRAM. 

TIGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KARACFI00720 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750144-0143 
From: KARACHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750421 /aaaaatnc. tel 

Line Count: 107 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 KARACHI A-21 , 75 MARCH 8, 75 1974 

Review Action: RELEASED, APPROVED 

Review Authority: ShawDG 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUL 2003 by SilvaL0>; APPROVED <03 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: SUPPLY OF POWER GENERATION UNITS, AIR COMPRESSORS AND ELECTRICAL PANELS FOR 
THE 

TAGS: BTIO, PK 
To: COM 
Type: TE 
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